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Continuous Bulk Conveying, Elevating, Hoisting Aerial Ropeways and Related Equipment Sectional Committee, 
MED 06 


FOREWORD 


This Indian Standard (Second Revision) was adopted by the Bureau of Indian Standards on recommendation of 
the Continuous Bulk Conveying, Elevating, Hoisting Aerial Ropeways and Related Equipment Sectional 
Committee, had been approved by the Mechanical Engineering Divisional Council. 


This Indian Standard (Part 6) first published in 1974 and subsequently revised in 1990. It covers the recommended 
practice to be adopted in the safe use of conveyors and conveying machinery used for transportation of bulk 
materials or unit loads. 


Conveyor safety includes safety of operators. For safety of operators and those of conveyors it shall be necessary 
that suitable personnel handle/operate the conveyors. The operators should be selected by a well defined procedure 
which may vary from one organization to another. After selection the operators may be trained and supervised 
suitably to achieve the maximum associated with safe working habits. The detailed scheme of training, duration, 
methods which may include theoretical instructions associated with practical demonstrations, number of trainees 
in batch, etc, may be decided by the organization depending upon its needs and requirements. The refresher 
courses, which may be of shorter duration than the first course, may be provided at suitable intervals. This may 
keep aware and awake the operators about safe operation of conveyors. 


This revision has been taken up to keep pace with the latest technological developments. In this revision, the 
standard has been brought into latest style and format of Indian Standards, and references to Indian Standards, 
wherever applicable have been updated. 


The code of recommended practice for conveyor safety is in eight parts. This standard (Part 6) covers the selection, 
training and supervision of operators. Other parts in this series under the general title are as follows: 


Part 1 General information 

Part 2 General safety requirements 
Part 3 Belt conveyors and feeders 
Part 4 Vibrating conveyor/feeder 

Part 5 Apron conveyors/apron feeders 
Part 7 Inspection and maintenance 


Part 8 Flight conveyors 


The composition of the committee responsible for the formulation of this standard is listed in Annex A. 


For the purpose of deciding whether a particular requirement of this standard is complied with, the final value, 
observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance with 
IS 2 : 2022 “Rules for rounding off numerical values (second revision)”. The number of significant places retained 
in the rounded off value should be the same as that of the specified value in this standard. 
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Indian Standard 


CODE OF RECOMMENDED PRACTICE FOR CONVEYOR 
SAFETY 


PART 6 SELECTION, TRAINING AND SUPERVISION OF 
OPERATORS 


( Second Revision ) 


1 SCOPE 


1.1 This standard (Part 6) covers specific 
requirements regarding selection, training and 
supervision of operators for safe operation of 
conveyors. 


1.2 General information and the general safety 
requirements for conveyors are given in IS 7155 
(Part 1) and IS 7155 (Part 2) respectively and a 
reference to these standards may be useful during 
the selection, training and supervision of conveyor 
operators. 


2 REFERENCES 


The standards listed below, contain provisions 
which, through their reference in this text, constitute 
provisions of this standard. At the time of 
publication, the editions indicated were valid. All 
standards are subject to revision and parties to 
agreements based on this standard are encouraged to 
investigate the possibility of applying the most 
recent editions of the standards listed below: 


IS No. Title 


IS 7155 Code of recommended practice 
for conveyor safety: 


(Part1):1986 General information (first 
revision) 


(Part2): 1986 General safety requirements 
(first revision) 


3 SELECTION 


While selecting operators for conveyors, due regard 
shall be given to the physical condition and maturity 
of the applicants and their aptitude for the work to 
be done. 


4 TRAINING 


4.1 During the training of conveyor operators, 
particular care shall be taken to ensure that each 
operator understands the safe operation of the 
conveyor and the following safety precautions: 


a) The method of stopping and starting the 
conveyor; 


b) The hazards which are known to arise in the 
course of normal working; 


c) The hazards liable to arise from bad 
practices, in attention and misuse; 


d) The purpose of the guard or safety device, 
and how the guard or device may fail; 


e) The necessity for immediately informing 
the person in charge if any fault(s) or 
defect(s) arise, and the danger to the 
operator in attempting to correct any fault; 


f) The ability to recognize overloading or 
abnormal loading conditions and the 
required corrective actions; and 


g) The ability to understand and follow 
meticulously any established reporting 
system. 


4.2 Clear instructions shall be given that guards or 
safety devices (electrical and mechanical) shall not 
be tampered with, removed or altered in any way, 
and that adjustable guards shall be readjusted only 
by an authorized person. The operator's knowledge 
on the use of the conveyor and the precautions to be 
taken shall be regularly checked after he has been 
instructed on the above requirements. 


5 SUPERVISION 


A conveyor operator shall be closely supervised by 
a person with thorough knowledge including the 
related regulations of the conveyor until the operator 
shows that he is fully conversant with his duties. 
Continuing supervision of conveyor operators is 
also necessary, however, to ensure that safe 
practices are being followed and the conveyors are 
working in a safe and proper manner. 


6 SAFE OPERATING PROCEDURES 


Besides statutory and other requirements relating to 
safety in general specific attention of the operators 
shall be drawn to observe the following relating to 
conveyor installations and where the operator 
observe any deficiency in these, he shall report to the 
appropriate authority for immediate remedial action: 


a) All starting and stopping controls shall be 
clearly marked. The area around these 
devices shall be kept free of obstruction to 
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b) 


c) 


d) 


e) 


permit ready access to them and a clear 
view of them at all times; 


The area around all loading and unloading 
points on the conveyors shall be kept clear 
of obstructions at all times; 


No ‘riding’ shall be permitted on a 
conveyor at any time; 


No maintenance or repair work shall be 
carried out while a conveyor is in 
operation. In every case the power shall be 
disconnected and the starting control shall 
be positively locked in the open or stop 
position before such work is commenced. 
A ‘shut down’ permission shall be taken 
prior to commencing any maintenance/ 
repair work; 


Before restarting a conveyor that has 
stopped due to an overload, the reason shall 
be ascertained and the stoppage cleared 
before restarting. The starting control shall 


g) 


h) 


dD 


k) 


be locked out before any attempt is made to 
remove the cause of an overload; 


No overload or safety control shall be 
removed from the conveyor. Precautions 
shall be taken to prevent anyone, excepting 
a competent authorized person, from 
adjusting or tampering with the adjustment 
of such control; 


All persons working on or near a conveyor 
shall be instructed regarding the location 
and operation of stopping control; 


At no time a conveyor be used for a 
purpose other than one for which it was 
designed, and neither shall it be loaded in 
excess of its safe working load; 


Good housekeeping shall be maintained at 
all times; and 


Operators shall not wear loose clothing 
which may cause a trapping hazard. 
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ANNEX A 
(Foreword) 


COMMITTEE COMPOSITION 


Continuous Bulk Conveying, Elevating, Hoisting Aerial Ropeways and Related Equipment Sectional 


Committee, MED 06 


Organization 


Rites Limited, Gurugram 


CSIR — Central Institute for Mining and Fuel Research, 
Dhanbad 

Conveyor and Ropeway Services Private Limited, Kolkata 

Damodar Ropeways & Infra Limited, Kolkata 

Directorate General Factory Advice Service and Labour 
Institutes, Mumbai 

Directorate General of Mines Safety, Dhanbad 

Durgapur Steel Plant, Sail Durgapur 

Indian Association of Amusement Parks and Industries, Mumbai 

Lepton Projects Private Limited, Ghaziabad 

Mecon Limited, Ranchi 


Ministry of Ports, Shipping and Waterways, New Delhi 


Ntpc Limited, New Delhi 


National Mineral Development Corporation, Hyderabad 


Phoenix Conveyor Belt India Private Limited, Kolkata 


Project and Development India Limited, Noida 
Rites Limited, Gurugram 


Ropeway and Resorts Private Limited, Kolkata 


Tata Consulting Engineers Limited, Navi Mumbai 


Usha Breco Limited, Ghaziabad 


Usha Martin Limited, Ranchi 


In Personal Capacity (BH/V1/SF, VIP Floors Sector 81, DPS 
Faridabad,- 121007) 


In Personal Capacity (F-7B DDA MIG Flats, Hari Nagar, 
New Delhi - 110006) 


Representative(s) 


SHRID. MAJUMDAR (Chairperson) 


SHRI DEBASHISH BASAK 
SHRI GIRENDRA M. PRASAD (Alternate) 


SHRI S. SHEKHAR CHKRAVARTY 
SHRI KAMAL KUMAR BOSE (Alternate) 


SHRI D. L. DAS 


SHRI G. P. NIJALINGAPPA 
SHRI H. M. BHANDARI (Alternate) 


SHRI D. B. NAYAK 


SHRI VIJAY Y ADAORAO BARAPATRE (Alternate) 


SHRI SANJAY KUMAR 
SHRI DEEPAK BISWAL (Alternate) 


SHRI PRADEEP SHARMA 
SHRI ANIL PADWAL (Alternate) 


SHRI SANJAY KUMAR 
SHRI PIYUSH RATHI (Alternate) 


SHRI SANJOY BHATTACHAR 
SHRI AMIT PAL (Alternate) 


SHRI ANIL PRUTHI 
SHRI RAMJI SINGH (Alternate) 


SHRI O. P. KALIA 


SHRI ALOK KUMAR MEHTA 
SHRI S. SURENDER (Alternate) 


SHRI RAJEEV SHARMA 
SHRI ASOKE KUM GHOSH (Alternate) 


SHRI NARENDRA SINGH 
SHRI DINESH KUMAR 


SHRI BIPLAB DAS 
SHRI SUDIPTA KRISHANA (Alternate) 


SHRI SHIREESH S. SWAMI (Alternate) 


SHRI MANOJ PANWAR 
SHRI SANJEEV DHARIWAL (Alternate) 


SHRI SUBRATA DUTTA 
SHRI SANDEEP JAISWAL (Alternate) 


SHRI ASHUTOSH BHADRA 


SHRI S. C. GANDHI 
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Organization Representative(s) 
In Personal Capacity (20 D, Dhakuria Station Road, Kolkata - SHRIRANJAN MUKHERJEE 
700031) 
BIS Directorate General SHRI RAJNEESH KHOSLA, SCIENTIST ‘F’/SENIOR 


DIRECTOR AND HEAD (MECHANICAL ENGINEERING) 
[REPRESENTING DIRECTOR GENERAL (Ex-officio)] 


Member Secretary 
SHRI AMAN DHANAWAT 
SCIENTIST ‘B’/ASSISTANT DIRECTOR 
(MECHANICAL ENGINEERING), BIS 


Bureau of Indian Standards 


BIS is a statutory institution established under the Bureau of Indian Standards Act, 2016 to promote harmonious 
development of the activities of standardization, marking and quality certification of goods and attending to 
connected matters in the country. 


Copyright 


BIS has the copyright of all its publications. No part of these publications may be reproduced in any form without 
the prior permission in writing of BIS. This does not preclude the free use, in the course of implementing the 
standard, of necessary details, such as symbols and sizes, type or grade designations. Enquiries relating to 
copyright be addressed to the Head (Publication & Sales), BIS. 


Review of Indian Standards 


Amendments are issued to standards as the need arises on the basis of comments. Standards are also reviewed 
periodically; a standard along with amendments is reaffirmed when such review indicates that no changes are 
needed; if the review indicates that changes are needed, it is taken up for revision. Users of Indian Standards 
should ascertain that they are in possession of the latest amendments or edition by referring to the website- 
www.bis.gov.in or www.standardsbis.in. 


This Indian Standard has been developed from Doc No.: MED 06 (20452). 
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